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frofeaBor Davidl F, JOBCtetfoll 
icnrard UolveepBlt/ 

Vaahlngtcffii 1, 0. C. 

Scar ProfcBBor Blackvell: 

A ^oi&t of all three peneXe ccrgaolscd vmder 'Uie 

iratioaal Security Agency Scientific Advisory Board 1* Tstoint 
plsziDcd fCkT SO«21 Kay 1954. 

The first day vllX ha devoted to accc^pllehlng edaato is tratlva 
details sod foatlllarislng those panel tteolbcrs not freviously 
ae^ualated with tha Agency with the hl^llghts of our organlEatlon 
«Ad staff. The aecood day it to he devoted to « detailed preaenta* 
tim and discuttion of toae of cur techoicsl pcrohlea» and to plant 
for future panel activitiet. 

You will not he reauirad to attend the Meeting on 20 hut 
it la tlneerely hoped that you will ha ahlt to ha present for tht 
SI May Meeting, 


Bineoraly, 


wmjAM r. FKISSMAH 
Sxecutive Secretary 
ESA Scientific Advitory Board 


CCI ACr 

c/s 

S/aSST (Mr. Friedman) 

m/Bj Announces Joint meeting of three panels of the NSASAB eind 
invites panel aeaher's attefldance. 


l.T.McDonald, s/ASST/60493/9Apr54 
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